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20-Feb-2003 

Dr. Shixia Feng 
Worldwide Scientific Affairs 
Philip Morris USA 
615 Maury Street 
Richmond, VA 23234 


Re; Corrections of 1-Hydroxypyrene-0-j3-giucuronide Sodium salt certificate of 
analysis. 

□ear Shixia, 

Find inclosed the corrected certificate of analysis for 1-Hydroxypyrene-O-p-glucuronide 
Sodium salt, as you requested, if you have any questions, please, do not hesitate to contact us. 
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Team Leader 
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